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WORK COMPLETED 


DATE 
PURPOSE PROVIDES LOW ALTITUDE OPERATION FOREMAN 
FOR SUPERCHARGERS 


APPLICATION | 7 


"ALL P-2 PLATFORMS Serials #1 thru #16. 


TITLE RE-ADJUST PLATFORM PRESSURE SWITCH 


INSPECTOR 


2 
~ 


WHENTOBEDONE © EST, MAN-HOURS TO COMPLETE... 


K | T re Ay 5 man-hours. ; 


R Prete? "Cire, Diag. P-2 ds drewies calye 
ae - upt ye Pwr. Ca . 3h. 
co one te - . "Comp. Rach l req. drawing only | 
3 \ NUAL 
ae ne: oS \\ latform Manual Affected fs Nore 


APPROX, AVA(LABINTY STE OF KIT AT WRAMA 


WEIGHT ANB) KANCE CHANGE NONE 
= — KIT COMPLETED BY 


UR's THIS ass TIN CORRECTS NONE CONTRACTOR 


DATE 
SPARES, ETC. peETURN SPARES TO CONTRACTOR 
FOR REWORK & RE-IDENTIFICATION 


SPECIAL TOOLS REQUIRED NONE 


INSPECTOR 


DESCRIPTION OF CHANGE 


1. Prepare P-2 Platform for ground operation on the Cart or in the article. 
ra Remove the #2 dust cover screw from the #2 microswitch of the 
4152B-31-16 Absolute Pressure Switch. 
is 3. With a small screwdriver turn the #2 microswitch screw approx. 45° 
i _ counter-clockwise (approx. 1/8 turn of screw head). 
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